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MEMORANDUM FOR: Director of Medical Services 

Director of Perttoael 
Director of Tftlaiag 
Director of Security 


SUBJECT 


25X1A2D1 


Ae I mentioned at the DD/3 Staff Meeting on 31 August, the DDCI 
baa gives a high priority to the processing of comract personae} fox the 

program , This it on top of the program which also has 25X1 A2G 

a high prlortty. Please examine ysxur capacity to meet the requirements of 
both programs and report any difficulties which you are unable to resolve . 

SPA-DD/S i« designated as the focal point for Inquiries as to the scope 
and tim i ng of the program . 

SIGHED 'Alan M. Warfield" 

Alan M. Warfield 
Assistant Deputy Director 
for Support 
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